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ORIGIN EUR- 12 

INFO OCT-01 10-13 ISO-OO L-03 SS-15 CIAE-00 DODE-OO PM-04 

H-02 INR-07 NSAE-00 NSC-05 PA-01 PRS-01 SP-02 USIA-06 

OIC-02 AF-08 ARA-06 EA-07 NEA-10 OMB-Ol SAJ-01 FEA-01 

ACDA-07 EB-07 NRC-05 OES-06 ERDA-05 /138 R 

DRAFTED BY EUR/CE:GCHESTER:LR 
APPROVED BY EUR:RVINE 
L/EUR:MKOZAK (SUBS) 

IO/SCT : JPTREVITHICK (SUBS) 

C:RHOPPER 

S/S - PSBRIDGES 

EUR/SOV:DHERSPRING 

EUR/CE:LHEICHLER 


068585 

P 292110Z SEP 76 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN PRIORITY 
INFO AMEMBASSY BERLIN PRIORITY 
USMISSION USBERLIN 
AMEMBASSY LONDON 
AMEMBASSY MOSCOW 
AMEMBASSY PARIS 
USMISSION IAEA VIENNA 

CONFIDENTIAL STATE 242272 

E.O. 11652: GDS 

TAGS: PFOR, AGOV, IAEA, WB, GW, FR, UK, UR 

SUBJECT: FRG OFFER TO HOST IAEA SYMPOSIUM IN WEST BERLIN 

REF: IAEA VIENNA 8067, STATE 75542 (NOTAL) 
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CONFIDENTIAL 

PAGE 02 STATE 242272 

1 . DEPT AGREES THAT FRG PLANS TO HOST IAEA SYMPOSIUM 
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IN BERLIN CONTAINS POTENTIAL PROBLEMS. REQUEST US REP 
RAISE SUBSTANCE IAEA 8067 IN BONN GROUP AND SUBMIT 
APPROPRIATE RECOMMENDATIONS. 

2. AS IN CASE OF BERLIN CLAUSE IN FRG-IAEA HOST COUNTRY 
AGREEMENT (STATE 75542) WE BELIEVE IT UNFORTUNATE THAT 
FRG DID NOT COORDINATE WITH ALLIES BEFORE MAKING FORMAL 
APPROACH TO IAEA. REQUEST THAT US REP AGAIN MAKE THIS 
POINT IN BONN GROUP. ROBINSON 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DEMARCHE, NUCLEAR ENERGY, BERLIN QUADRIPARTITE MATTERS, SEMINARS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 29 SEP 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: KelleyWO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE242272 

Document Source: CORE 

Document Unique ID: 00 

Drafter: GCHESTER:LR 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D760368-0415 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976096/aaaaaepp.tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EUR 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 76 IAEA VIENNA 8067, 76 STATE 75542 
Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 MAR 2004 by ShawDG>; APPROVED <09 AUG 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FRG OFFER TO HOST IAEA SYMPOSIUM IN WEST BERLIN 
TAGS: PFOR, PGOV, TECH, WB, GE, FR, UK, UR, IAEA 
To: BONN 
Type: TE 
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